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UNCLASSIFIED 

PAGE 01 MANILA 03480 030638Z 
ACTION OC-06 

INFO OCT-01 CCO-OO ISO-OO /007 W 

099728 031223Z/11 

P R 030558Z MAR 78 
FM AMEMBASSY MANILA 
TO AMEMBASSY PORT MORESBY PRIORITY 
INFO AMEMBASSY CANBERRA 
AMEMBASSY WELLINGTON 
SECSTATE WASHDC 2456 

UNCLAS MANILA 3480 

FOR TSO FROM RCO 


Message Text 


E.O. 11652: N/A 

TAGS: AFAC, ABLD, ASEC 

SUBJECT: A/ FAN COIL REPLACEMENT - CRU WELLINGTON 


REF: A) STATE 05066, B) PORT MORESBY 0316 

1 . REQUIREMENT IN WELLINGTON IS NOT RELOCATION BUT REPLACEMENT 

OF TSF-061C FAN COIL UNIT WITH LARGER CAPACITY TSF-081C 

UNIT. 


2. REPLACEMENT SHOULD BE INSTALLED IN SAME LOCATION UTILIZING 
PRESENT PLUMBING UNLESS OC PROVIDES SPECIFIC INSTRUCTION STO 
THE CONTRARY. 

STULL 
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